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The Director of Central Intelligence 
Washington. DC. 20505 


27 August 1979 


Dear Mr. Bonsak, 


When my home telephone was disconnected 
recently through a misunderstanding regarding 

the date Iwas_j to move fro m one residence to 
another, 1 ' — 


— — ' uw 

IV”"- » — - _ (your C&P representa- 

tT ve here at Agency Headquarters) was most 
helpful in slicing through the red tape and 

hour” 9 ^ Service restored ™ less than a half 


I’m very grateful for his quick reaction 
and assistance but wanted you to know also what 
a fine representative C&P has in[ 

Yours sincen 





Mr. Samuel Bonsak 
President 

C&P Telephone Company 
1710 H Street, N.W. 
Washington, D.C. 20006 


• STAT 


STAT 
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